Shutdown will Last “As Long As It Takes” Trump Says, McConnell 
Rejects “Pelosi Plan” for Vote 
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Trump holds out on the wall funding and apparently won't budge; Senate leader preempts the House calling 
the new bill “non-starter” 
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